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of the mirror is vertically above, the. slit and halfway between its centre and the scale. A. real image, of the slit is thus formed on the scale. If the mirror he. Hat a convex lens is used. This is sometimes placed close, to the mirror so that both the incident, and reflected beams traverse it. The lens should have a somewhat long focal length (say 1 metre) and its distance from the slit is equal to its focal, length. Tho rays from the
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slit, fall on the plane mirror as a parallel pencil and an", re fleeted as sueh hack to the lens; sifter traversing it. they forn a real image of the slit, on the. scale..